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OCE-M78 -^30 

2 1 SEP 1978 

MEMORANDUM FOR: Chief, Real Estate 8 Construction Division, 

OL 


INFORMATION 

FROM 

SUBJECT 

REFERENCE 


Chief, 


OC 


Chief, Engineering Division, OC 

Office Space and Heating, Ventilating 
and Air Conditioning (H. V. A. C . ) 
Facilities Expansion (C) 

OCE-M78-102 , dated 16 March 1978 


25X1 A 
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1. (C) Additional funds in the amount of $131,000 

are available in FAN 8179-4800 to cover the H.V.A.C. 
facilities expansion 


2. (C) You are authorized to obligate these funds 

with the total project funds not to exceed $831,000. 
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